BILL NO. S=67-10— /7 


SPECIAL ORDINANCE NO, S-.s3 p7 


| AN ORDINANCE approving Resolutions of the 
l Board of Public Works recommending termination 
of certain Sewer Projects. 


| 

| 

l WHEREAS, engineering plans for six sewer projects were 
| prepared by Charles W. Cole & Son in 1946-47 for the City of Fort | 
} Wayne, which said plans were prepared pursuant to agreements | 
| between the City of Fort Wayne and the Federal Government, which | 
| provided that the cost of the engineering plans were to be ad- í 
| vanced by the Department of Housing and Urban Development; and 

l 

| 

l 

{ 

i 


WHEREAS, it has been determined that the said sewer 

| projects are no longer desirable for the City of Fort Wayne and 
should be abandoned, and the Board of Public Works has submitted 
its Resolutions to the Common Council recommending the termination. 
| of the same, and which said Resolutions are attached hereto and 
| made part hereof; 


| 
| NOW THEREFORE, BE IT ORDAINED BY THE COMMON COUNCIL OF 
| THE CITY OF FORT WAYNE, INDIANA: | 


SECTION 1. That the following sewer projects be | 
terminated and abandoned: | 


Project No. Ind. 12=P=88 Combined Downtown 
Sewer = paid by HUD $24,400.. 


Project No. Ind. 12-P-389 Cross Town Intercepting 
Sewer = paid by HUD 26,460. 


Project No. Ind. 12-P-90 Combined West Town 
Sewer = paid by HUD 3,583, | 


Project No. Ind. 12—P-91 Combined Memorial Park 
Sewer = paid by HUD 8,925.6. 


Project No. Ind. 12~P-210 Additional Storm Sewers, 
Lafayette St. Section = 
paid by HUD 24,500.. 


i 

| 

{ 

| 

| 

i 

| 

| Project No. Ind. 12-P-211 Additional Storm Sewers, 

| Brackenridge St. Section = 
| paid by Hud 3,193 

| 
| 
| 
l 
| 
| 
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That this Ordinance shall be in full force 


SECTION 2. 


and effect from and after its passage and approval by the Mayor. 


SA 


TO FORM 


ay. 


Bill No. S-67-10-17 
REPORT OF THE COMMITTEE ON PUBLIC WORKS 
We, your Committee on Public Works to whom was referred an Ordinance 
approving Resolutions of the Board of Public Works recommending termination of 


certain Sewer Projects, 


| 


have had said Ordinance under consideration and beg leave to report back to the Common 
Council that said Ordinance . (oe PASS. 


JOHN NUCKOLS, Chairman 


PHIL A. STEIGERWALD, Vice-Chairman 


HERBERT G, TIPTON 


JACK K. DUNIFON 
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Passed and adopted by the Common Council of the City of Fort Waye, Indiana, as 


jmexetven )(Special)(Appreptaatsen) Ordinance (Reso-butdon ) Noo S-S IFAI 
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Sedby me ‘to the Mayor of the City of Fort Wayne, tists. on the fe. day 
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